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UNITED STATES DEPARTMENT OF AGRICULTURE 
AGRICULTURAL ADJUSTMENT ADMINISTRATION 


(Hog Regulations, Series 1) 


(Marketing year, rate of processing tax, definitions and conversion factors 
with respect te hogs) 


HOG REGULATIONS MADE BY THE SECRETARY OF AGRI- 
CULTURE WITH THE APPROVAL OF THE PRESIDENT 
UNDER THE AGRICULTURAL ADJUSTMENT ACT 


Unirep Starrs Duparrment or AGRICULTURE, 
OFFICE OF THE SECRETARY. 


By virtue of the authority vested in the Secretary of Agriculture by 
the Agricultural Adjustment Act, approved May 12, 1933, as amended, 
I, HENRY A. WALLACE, Secretary of Agriculture, do make, pre- 
scribe, publish and give public notice of these regulations with the 
force and effect of law, to be in force and effect until amended or 
superseded by regulations hereafter made by the Secretary of Agri- 
culture, with the approval of the President, under said Act. 

I do hereby ascertain and prescribe that for the purposes of said 
Act the first marketing year for hogs shall begin November 5, 1933. 

I do hereby find that the rate of tax as of November 5, 1933, which 
equals the difference between the current average farm price for hogs . 
and the fair exchange value of hogs, which price and value, both as 
defined in said Act, have been ascertained by me from available 
statistics of the Department of Agriculture, will cause such reduction 
in the quantity of hogs, or products thereof, domestically consumed 
as to result in the accumulation of surplus stocks of hogs, or products 
thereof, or in the depression of the farm price of hogs. I do accordingly 
hereby determine: as of November 5, 1933, that the rate of the process- 
ing tax on the first domestic processing of hogs shall be fifty (50) 
cents per hundred (100) weight, live weight; as of December 1, 1933, 
that the rate of the processing tax on the first domestic processing of 
hogs shall be one (1) dollar per hundred (100) weight, live weight; as 
of January 1, 1934, that the rate of the processing tax on the first 
domestic processing of hogs shall be One (1) dollar fifty (50) cents per 
hundred (100) weight, live weight; as of February 1, 1934, that the 
rate of the processing tax on the first domestic processing of hogs 
shall be two (2) dollars per hundred (100) weight, live weight, which 
rate, as of the effective date thereof, will prevent such accumulation 
of surplus stocks and depression of the farm price of hogs. 
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I. DEFINITIONS 


The following terms, as used in these regulations, shall have the 
meanings hereby assigned to them: 

First Domestic Processing.—The first domestic processing is the 
slaughtering of hogs for market. 

Slaughtering—Slaughtering is the actual killing of hogs. Hogs 
condemned by an authorized Federal, State, county or municipal 
inspector as being totally unfit for human food shall not be considered 


hogs slaughtered for market within the meaning of these regulations. 

Live Weight—-Live weight is the weight of the live animal at the 
time of slaughter. However, the actual weight at the time of pur- 
chase may be used as live weight in the meaning of these regulations, 
provided the hogs are shipped direct to the slaughter-house for imme- 
diate slaughter within three (3) days after purchase is made. 

Carcass—Carcass is the animal body after the blood, hair, toes, 
and viscera have been removed. 

Wiltshire. —A Wiltshire is half of a hog carcass with head, feet and 
part of jowl removed, consisting of the ham, side, and shoulder in 
one piece. 

Cumberland—A Cumberland is similar to a Wiltshire except that 
the ham is removed. 

Cuts —Cuts are the various parts into which the hog carcass is 
divided in the operation of converting the carcass into products 
which go into commercial trade. 

Ham_—A bam is that part of the hog carcass which consists of the 
hind leg extending from the foot to the backbone (not inclusive). 

t may include part or all of the bock and part or all of the pelvic 
bone. 

Regular Ham.—-A regular ham is a ham, either long-cut or 
short-cut, from which skin has not been removed. This classi- 
fication includes such styles as American, English, Italian and 
all other varieties of unskinned hams. 

Skinned Ham.—-A skinned ham is a ham, either long-cut or 
short-cut, of any description from which all or part of the skin 
has been removed. 

Boneless Ham.— A boneless ham is a ham of any description 
from which all of the bone has been removed. 

Rough Shoulder —A rough shoulder 1s that part of the hog carcass 
extending from near the third rib to but not including the jowl, with 
the foot removed. 

Regular Shoulder—A regular shoulder is a rough shoulder 
with neck and rib bones removed. This classification includes 
such styles as English, New York, New Orleans, and all other 
varieties of unskinned shoulders. 

Skinned Shoulder—A skinned shoulder is a regular shoulder 
from which part or all of the skin has been removed. 

Picnic.—A picnic is a cut comprising about the lower two- 
thirds of the shoulder. This classification includes regular 
shank, short shank, shankless and skinned or unskinned picnics, 
and also shanks (sometimes called hocks) which may have been 
previously separated. 

Boneless Picnic.—A boneless picnic is a picnic of any descrip- 
tion from which all of the bone has been removed. 


Shoulder Butt—A shoulder butt is the top portion of the 
shoulder which is removed from the shoulder in making a picnic. 

Butt—The butt is the portion of the shoulder butt after 
removal of plate. This classification includes such styles as 
Boston, Milwaukee, Buffalo, and all other types of butts except 
boneless butts. 

Boneless Butt.—A boneless butt is a Boston or other style 
butt with bone removed. 

Plate.—A plate is the fat portion of the shoulder butt. 

Rough Short Ribs —Rough short ribs are the middle portion of the 
hog carcass after removal of the hams and shoulders. 

Short Ribs.—Short ribs are the rough short ribs with the back- 
bone and tenderloin removed. _ . 

Extra Short Ribs.—Extra short ribs are the rough short ribs 
with the loin removed. 

Short Clears.—Short clears are the rough short ribs with the 
backbone, spareribs and tenderloin removed. 

Extra Short Clears.—-Extra short clears are the rough short ribs 
with the loin and spareribs removed. 

Rib Back.—The rib back is the upper half of the rough side 
with the tenderloin removed. 

Pork Loin.—Pork loin is that portion of the side of the carcass from 
which the belly and fat back have been removed; it usually contains 
the backbone, back ribs, and tenderloin and has but a small amount of 
fat on the outside. This classification however includes bladeless 
pt tenderloin, and boneless loin, either domestic trim or Canadian 
style. 

Fat Back.—Fat back is that portion of the side which remains after 
removal of the pork loin and belly. This classification includes 
skinned, unskinned, and long-cut and short-cut fat backs. 

Spareribs:—Spareribs are the meaty ribs taken from the side in 
half or whole sheets. 

Belly (when cured and smoked, commonly known as bacon)— 

Dry Salt Trim (commonly known as “belly D. S. trim’’)—The 
roughly trimmed portion of the rough side remaining after 
removal of loin and fat backs and including or excluding spare- 
ribs, whether or not put down in dry salt. 

Pickle Trim (commonly known as “‘belly S.P. trim’’).—Same 
as above except trimmed reasonably square. This classification 
includes English style bellies and all belly cuts not otherwise 
described, including fancy trimmed bellies and briskets. 

Briskets —Briskets are pieces removed from the shoulder ends of 
bellies. 

Jowl.—A jowl is the cheek and part of the neck. This classifica- 
tion includes jowl butts and bacon squares. 

Head.—The head is the hog skull and jaw bones with attached 
organs and fleshy covering, except the jowls. 

Trimmings—The trimmings are the boneless meat of all degrees 
of lean and fat derived from any portion of the hog carcass which has 
lost its identity as a major cut. | 

Foot.—The foot is that part of the front or hind leg from approxi- 
mately the knee joint downward. : 

Neckbones—Neckbones are bones of the neck with adhering flesh 
after removal from the rough shoulder. 
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Cheek Meat and Temple Meat.—Cheek meat and temple meat con- 
sist of the fleshy covering of the upper jaw-bone and fore part of skull. 

Lard.—Lard is edible hog fat after rendering. This includes 
refined and unrefined lard, neutral lard and leaf lard. Unrendered 
fats should be converted to a lard yield basis. 

Viscera.—Viscera are the intestines, with their contents, and vital 
organs of the body cavities, with their attached fats. 

Edible Offal—Edible offal are the various edible products obtained 
from hog viscera and hog heads; also the hog feet and tails. 

Inedible Offal—Inedible offal are the various inedible products 
obtained in the slaughter of hogs, consisting largely of blood, hair, 
bristles, parts of the viscera and their contents, and skin. 

Tankage.—Tankage is the residue trom rendering or cooking opera- 
tions in the production of lard or grease from hog products. 

Fresh, Chilled or Green Meat.—Fresh, chilled, or green meat is meat 
which has not been subjected to any preservative treatment, such as 
cooking, drying, freezing, or the use of curing agents. 

Frozen Meat.—Frozen meat is fresh meat held below the freezing 
temperature of such meat. 

In Cure.—In cure (usually called by the trade “in process of cure’’) 
is meat under treatment of curing or preservative agents. This 
includes all meat packed as barreled pork. 

Cured Meat.—Cured meat is meat which has gone through a com- 
plete curing or preservative process. 

Put Down or Pack.—To place meat in cure. 

Smoked Meat.—Smoked meat is meat exposed to a smoking 
treatment. 

Cooked Meat.-Cooked meat is meat exposed to a cooking 
treatment. 

Canned Meat.—Canned meat is meat cooked and packed in her- 
metically sealed metal or glass containers. 

Dried Meat.—Dried Meat is meat preserved by a drying treatment. 

General.—Barreled pork is to be classified according to the cut 
from which derived, and reported on basis of put-down green weight. 

Sausage.—Sausage is chopped or eround meat composed wholly or 
in chief value from pork and seasoned. It may be in bulk, or stuffed 
in animal casings, or packed in other containers. 

Fresh Sausage-—Fresh sausage is sausage made of fresh or 
frozen meat and not subjected to a treatment of smoking, cook- 
ing or drying. 

Smoked and/or Cooked Sausage —Smoked and/or cooked sau- 
sage is sausage made from fresh, frozen or cured meat and further 
treated by smoking or cooking, or both, but not treated by drying. 

Dried Sausage —Dried sausage is sausage made from fresh 
frozen or cured meat and further treated by drying. It may be 
further treated by smoking or cooking, or both. It includes all 
cervelats, salamis and mettwursts of Italian, German, Polish 
or other styles. 

Luncheon Meats.—Luncheon meats are mixtures prepared for eat- 
ing without further cooking and include such articles as pork loaf, 
sandwich meat, head cheese, souse and similar combinations. This 
classification does not include canned loins or canned tongue; whole 
or part pieces of canned ham, which are derived from hams; canned 
deviled ham, canned spiced ham and canned spiced luncheon meats 


= 
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which are derived from trimmings. They are to be considered as 
cooked products of the cuts from which derived and are subject to 
the conversion factor prescribed therefor. 


Il. CONVERSION FACTORS 


I do hereby establish the following conversion factors for articles 
processed from hogs, to determine the amount of tax imposed or 
refunds to be made with respect thereto. 

The following table of conversion factors fixes the percentage of the 
per pound processing tax on hogs with respect to a pound of the 
following articles processed wholly or in chief value from hogs: 


: Conversion 
Article tactor 
‘Oarcass: Per cent 
Ppadiandtioat inelid cement ee no ne oe eae nee eos - eee 132 
Hieaduncludedmleafremovedet - 2s eer. be. Sse Patt te - Sse 134 
[Seva | oxsbe men nocereh. Uaioe taelyita el ve 2 8 ee ee ee ae ae ee 138 
Headland. leavremovedssceee. seat ee eee a Pere oe Pee Ee - 2 eee 139 
ARIGNH LOTR okeon tg (he eee ee was ee Sle Oe! ae ne See ee ae ey eee a eee, 145 
(Ou iand ayes es See CG SUG hs ee a I pt ee lp lk i a A Pe ee 132 
Fresh, Cured 
frozen, in Cooked, 
cure, or Smoked | dried, or 
Levies Dry salt | Pickle canned 
ea See ee ee ad a, 4 
Percent | Percent | Percent | Percent | Percent 
Peeciitan balls 9 eee See ee ene eee tee en 194 194 184 206 242 
Skinned cama se) 2 A MR eae oe Sheed se ass 219 219 205 229 292 
IBonelecsvelaimbe toes ewe te ee soca asa aes 252 252 239 267 340 
ouch, shoulder: 2. 2225--- =s220 8 eee a= === --5 = 85 85 81 90 115 
Reculan GS NOUl dere tester saa eee none eases ae 89 89 86 94 120 
ScineGs Shou Gers eases ane eas ee ec ana 94 94 89 100 127 
PACTIICi = eee ee ee ee tee cose eeaea mans 76 76 72 81 103 
Boneless! PichiC= = cess cake eee sl. = =a eee eet 99 99 95 105 129 
‘Shoulder Buttand butte -- 2.24222 se St == 123 123 116 130 166 
IS OMEIES SMEs IL eee ee ee ees eee anos 179 179 170 190 242 
TP eat Oe ees ee ee te ee eae aoe aoe eas meni 80 80 76 85 108 
Pouches hortini see aes serosa aces aa 
nee piven ed eae ee 
MITALONOLE ULUS eee sea eeee eno ee eee ee. 
RAPE G Toe Pe oe ee a ge 135 135 129 143 182 
xtra norte lear ses a ate a 
PDE ac eee a es a eee ate ewen ss 
Peon ke Or eee ee fe be ee ee eo ae ease 216 216 205 229 292 
Ta ths tC re ee ene ee eee see eee see tena 87 87 83 92 117 
Sparen DGeeee eee So ae ee ae nna eae enna 66 66 63 70 89 
nee aes ee eS ee ae esos ta 124 124 118 131 167 
Slivg Oe Daw biilhge = case ee ete aaa e ee eee n aan e== 
ee ee Bal \ 180 180 171 191 243 
AOA hee Ce ke en eer 80 80 76 85 108 
TSO Gve gs lee.” Ce a ne ee ee eee 60 60 58 63 81 
Mattar anit eteqc aoe Suomi y= Dae le Oe pe Se ee ey 80 80 76 85 108 
TIN OG ea OTIOS Se ne en ae foe ae eae eee ae enna en sae 19 19 18 20 26 
Geter ee ee ee A Oe ewan eas 19 19 18 20 26 
GMC es SO Ba ae oe 8 DE ea Se koe 44 44 42 47 59 
Livers, Hearts and Kidneys------------------------- 44 44 42 47 59 
Snouts, Ears, Lips and miscellaneous edible offal. __- 22 22, 21 23 30 
(WhaakeM Cat esata oe ee ee nee e een seen ea aena= 88 88 84 94 118 
ree es NMS ook eae cae te sis 44 44 42 47 59 
FISOTIE LLCS Ete ere on ee a oe ee eee seis ease ~ 166 166 157 176 224 
Tc corel opt ee ere ae te ot IE eee caene= SUNOS ei ol ge 9 Pe ed pe 
Pork Sausage..___--------.-------------------------- 80 80 76 8 112 
Dried Sausage (including Cervelats and Salamis) ---- 60 60 57 63.75 84 
Luncheon Meats (including Pork Loaf, Head Cheese, 
Souse and Sandwich Meat)...--------------------- 76 76 72. 20 81, 75 106. 40 
Enedibie: Ofale te = sien dee eee ease eae e ena a 0 
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In the event that any taxpayer or person entitled to a refund estab- 
lishes that any or all of the types of sausages, processed wholly or in 
chief value from hogs, on which a tax is imposed, or which may be 
the subject of a claim for refund, which are included in the above list, 
contain more or less pork, green weight, than represented by the 
listed conversion factor, then the conversion factor, for each pound 
of pork, green weight, which said sausages are established to contain, 
shall be the following percentage of the per pound processing tax on 
hogs: 

(a) If fresh meat, 80 percent. 

(b) If cured, dry salt meat, 80 percent. 

(c) If cured, sweet pickle meat, 76 percent. 

(d) If smoked meat, 85 percent. 
(e) If cooked, dried or canned meat, 112 percent. 

Edible products, wholly or in chief value of pork, for which no 
specific conversion factor is prescribed in these regulations are not 
excluded from the payment of the compensating or floor stocks 
taxes. They shall be subject, with respect to the amount of their 
pork content, to the conversion factor prescribed for the cut from 
which they are derived in whole or in chief part. 

Sa In testimony whereof I have hereunto set my hand and 

A Some caused the official seal of the Department of Agriculture 
T: \ to be affixed in the City of Washington this 18th day of 


4 October, 1933. 
dt OC Wr aktrace 


Secretary of Agriculture. 


Approved: 


Wa) Saye 


The President of the United States. 
OcroBER 18, 1933. 
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H.R. A.A.A. Series 1, Supplement 1 _ Issued November 1933 


UNITED STATES DEPARTMENT OF AGRICULTURE 


AGRICULTURAL ADJUSTMENT ADMINISTRATION 


(Hog Regulations, Series 1, Supplement 1) 


(Additonal conversion factors with respect to hogs) 


SUPPLEMENTARY HOG REGULATIONS MADE BY THE 
SECRETARY OF AGRICULTURE, WITH THE APPROVAL 
OF THE PRESIDENT, UNDER THE AGRICULTURAL 
ADJUSTMENT ACT 


Unrrep States DEPARTMENT OF AGRICULTURE, 
OFFICE OF THE SECRETARY. 

By virtue of the authority vested in the Secretary of Agriculture 
by the Agricultural Adjustment Act approved May 12, 1983, as 
amended, I, R. G. Tugwell, Acting Secretary of Agriculture, do 
make, prescribe, publish, and give public notice of these regulations 
(constituting a supplement to Hog Regulations, Series 1), with the 
force and effect of law, to be in force and effect until amended or 
superseded by regulations hereafter made by the Secretary of Agri- 
culture, with the approval of the President, under said Act. 

In addition to the conversion factors established in Hog Regula- 
tions, Series 1, I do hereby establish the following conversion factors 
for articles processed from hogs, to determine the amount of tax 
imposed or refunds to be made with respect thereto: ; 

The following table of conversion factors fixes the percentage of 
the per pound processing tax on hogs with respect to a pound of the 
following articles processed wholly or in chief value from hogs: 


Conversion factor 


Fresh, Cured 
Article frozen, Cooked 
y , 
eae y Smoked | dried, or 
reled | Drysalt| Pickle canned 
pork ! 

Carcass: Percent | Percent | Percent | Percent | Percent 
Head and leaf included -_--.--------------------- 132 132 125 | | 140 178 
Head included, leaf removed - - ------------------ 134 134 127 142 181 
Head removed, leaf included -_--.----------------- 138 138 131 146 186 
Head and leaf removed ....---------------------- 139 139 132 147 188 
Waltohine SidQe. sesea ss ae toes nase se eens a= 145 145 138 154 196 
@umberland side@tse2--2--- = 2=-=+-s=---=-----———— 132 132 125 140 178 


1 Part of Hog Regulations, series 1, repeated for convenience in using table. 
2259433 |] 
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In testimony whereof I have hereunto set my hand 
\, and caused the official seal of the Department of Agri- 

\ culture to be affixed in the city of Washington this 13th 
day of November 1938. 


Acting Secretary. 


Approved : 


the. t lon id ee 
The President of the United States. 


Novemeer 14, 1933. 


US. GOVERNMENT PRINTING OFFICE 1933 
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Yrs at 
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R-14 Issued November 1933 
° H.R. A.A.A. Series 1, Supplement 1 Designated R-14 February 1934 
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) (This regulation was first printed as C.H.-12) 


UNITED STATES DEPARTMENT OF AGRICULTURE 


AGRICULTURAL ADJUSTMENT ADMINISTRATION 


(Hog Regulations, Series 1, Supplement 1) 


(Additional conversion factors with respect to hogs) 


SUPPLEMENTARY HOG REGULATIONS MADE BY THE 
SECRETARY OF AGRICULTURE, WITH THE APPROVAL 
OF THE PRESIDENT, UNDER THE AGRICULTURAL 
ADJUSTMENT ACT 


UnitTep States DrPARTMENT OF AGRICULTURE, 
OFFICE OF THE SECRETARY. 

By virtue of the authority vested in the Secretary of Agriculture 
by the Agricultural Adjustment Act approved May 12, 1933, as 
amended, I, R. G. Tugwell, Acting Secretary of Agriculture, do 
make, prescribe, publish, and give public notice of these regulations 
(constituting a supplement to Hog Regulations, Series 1), with the 
force and effect of law, to be in force and effect. until amended or 
superseded by regulations hereafter made by the Secretary of Agri- 
culture, with the approval of the President, under said Act. 

In addition to the conversion factors established in Hog Regula- 
tions, Series 1, I do hereby establish the following conversion factors 
for articles processed from hogs, to determine the amount of tax 
imposed or refunds to be made with respect thereto: 

The following table of conversion factors fixes the percentage of 
the per pound processing tax on hogs with respect to a pound of the 
following articles processed wholly or in chief value from hogs: 


Conversion factor 


; prey Cured 
Article rozen rel 
H ooked 
ee Smoked | dried, or 
reled Dry salt | Pickle canned 
pork ! 

Carcass: Percent | Percent | Percent | Percent | Percent 
Headtandeafincludedes: = ot 2c St Ss 132 132 125 140 17 
Head included, leaf removed-_-_-.----.----------- 134 134 127 142 181 
Head removed, leaf included_.--__-...----------. 138 138 131 146 186 
Elead-andyleatiremoyved tosses esos ee 139 139 132 147 188 
WV IIESIMIG ONS CU Cate ewe ae wen co ee 145 145 138 154 196 
Ormberlandusid ease: Sea Ss ee 132 132 125 140 178 


1 Part of Hog Regulations, series 1, repeated for convenience in using table. 
40168—34 
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In testimony whereof I have hereunto set my hand 
\, and caused the official seal of the Department of Agri- 
ai culture to be affixed in the city of Washington this 13th 

7s} day of November 1933. . 


Ke GeV & 


Acting Secretary. 


Approved: 


Abs ear 


The President of the United States. 
NovEeMBER 14, 1933. 


U.S. GOVERNMENT PRINTING OFFICE: 1984 
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H.R.—A.A.A. Series 1, Revision 1 Issued December 1933 
UNITED STATES DEPARTMENT OF AGRICULTURE 
AGRICULTURAL ADJUSTMENT ADMINISTRATION 


(Hog Regulations, Series 1, Revision 1) 
(Rate of Processing Tax with Respect to Hogs) 


REVISION OF HOG REGULATIONS MADE BY THE SECRE- 
TARY OF AGRICULTURE WITH THE APPROVAL OF THE 
eae UNDER THE AGRICULTURAL ADJUSTMENT 


Unirep States DeparrmMentT oF AGRICULTURE, 
OFFICE OF THE SECRETARY. 


By virtue of the authority vested in the Secretary of Agriculture 
by the Agricultural Adjustment Act, approved May 12, 1933, as 
amended, I, H. A. Waznacr, Secretary of Agriculture, do make, 
prescribe, publish, and give public notice of these regulations (con- 
stituting a revision of Hog Regulations, Series 1, and to the extent 
of such revision, but not otherwise, superseding said regulations) 
with the force and effect of law, to be in force and effect until 
amended or superseded by regulations hereafter made by the Secre- 
tary of Agriculture, with the approval of the President, under said 
Act. 

I do hereby determine that, in order to effectuate the declared 
policy of said Act, an adjustment of the rate of the processing tax 
on the first domestic processing of hogs, as of January 1, 1934, Feb- 
ruary 1, 1934, and March 1, 1934, is necessary. Accordingly, in 
part revision of the third paragraph of Hog Regulations, Series 1, 
I do hereby determine: As of January 1, 1934, that the rate of the 
processing tax on the first domestic processing of hogs shall be one 
(1) dollar per hundred (100) weight, live weight; as of February 1, 
1934, that the rate of the processing tax on the first domestic proc- 
essing of hogs shall be one (1) dollar fifty (50) cents per hundred 
(100) weight, live weight; as of March 1, 1934, that the rate of the 
processing tax on the first domestic processing of hogs shall be two 
(2) dollars twenty-five (25) cents per hundred (100) weight, live 

‘weight, which said rate, as of the effective date thereof, will prevent 
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the accumulation of surplus stocks and depression of the farm price 


In testimony whereof I have hereunto set my hand 
and caused the official seal of the Department of Agri- 
culture to be affixed in the city of Washington this 21st 
day of December 1933. 


Secretary of Agriculture. 


Approved é 
VED boot 


The President of the United States. 
Drcemper 21, 1933. 


1.S, GOVERNMENT PRINTING OFFICE: 19339 
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| REVISION OF HOG REGULATIONS MADE BY THE SECRETARY OF 


Form R-17 
H.R.—A.A.A. Series 1, Revision 2 Issued April 1934 


UNITED STATES DEPARTMENT OF AGRICULTURS 


AGRICULTURAL ADJUSTMENT ADMINISTRATION 


Ws (Hog Regulations, Series 1, Revision 2) 


(Definition) 


AGRICULTURE WITH THE APPROVAL OF THE PRESIDENT UNDER 
THE AGRICULTURAL ADJUSTMENT ACT 


Unirep States DeparTMENT oF AGRICULTURE, 
OFFICE OF THE SECRETARY. 


By virtue of the authority vested in the Secretary of Agriculture 
by the Agricultural Adjustment Act, approved May 12, 1983, as 
amended, I, H. A. Wautacz, Secretary of Agriculture, do make, pre- 
scribe, publish, and give public notice of these regulations (consti- 
tuting a revision of Hog Regulations, Series 1; and to the extent 
of such revision, but not otherwise, superseding said regulations) 
with the force and effect of law, to be in force and effect until 
amended or superseded by regulations hereafter made by the Secre- 
tary of Agriculture, with the approval of the President, under said 
Act. 

In lieu, and in revision, of the fourth paragraph, on page 2, of 
Hog Regulations, Series 1, which defines the term “live weight ”, 
beginning at 12:01 a.m. on April 1, 1984, the term “live weight”, 
as used in the hog regulations, shall have the following meaning: — 

“ Live weight.—Live weight is the weight of the live animal at the 
time of slaughter. However, the actual weight at the time of pur- 
chase may be used as the live weight in the meaning of these regula- 
tions, provided the hogs are slaughtered within three (3) days after 
the date of such weighing. When any part of a hog has been con- 
demned by any Federal, State, county, or municipal authority as 
being unfit for human food, the equivalent live weight of such con- 
demned part shall not be included in the live weight subject to the 
processing tax. The actual weight of the condemned part shall be 
restored to a live-weight basis by using the conversion factor of 
132 percent.” 

ae In testimony whereof I have hereunto set my 
hand and caused the official seal of the Depart- 
ment of Agriculture to be affixed in the City of 
Washington this 28th day of March 1934. 
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Secretary of Agriculture. 


Approved : 
a _— = 9 Gi oy 
JO \ = Oven ry, aa. 

(PrP Gee Lan a / PE Ne ene alii i \ 
The President of the United States. ( AGRICULTURAL Le ioa th 
Apri 5, 1934. \ ie eae 9 J 
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AGRICULTURAL ADJUSTMENT ADMINISTRATION 


i 
(Hog Regulations, Series 1, Supplement 2) : 


(Conversion Factors with Respect to Hogs, to Be Used to Restore to a Live- 
Weight Basis Hog Products Sold by the Producer of the Hogs) 


HOG REGULATIONS MADE BY THE SECRETARY OF 
AGRICULTURE WITH THE APPROVAL OF THE 
PRESIDENT UNDER THE AGRICULTURAL 
ADJUSTMENT ACT 


Untrep Srares DEPARTMENT OF AGRICULTURE, 
OFFICE OF THE SECRETARY. 


By virtue of the authority vested in the Secretary of Agriculture 
by the Agricultural Adjustment Act, approved May 12, 19338, as 
amended, I, H. A. Watiacn, Secretary of Agriculture, do make, pre- 
scribe, publish and give public notice of these regulations (consti- 
tuting Supplement 2 to Hog Regulations, Series 1) with the force 
and effect of law, to be in force and effect until amended or super- 
seded by regulations hereafter made by the Secretary of Agriculture, 
with the approval of the President, under said act. 

In addition to the conversion factors established in Hog Regula- 
tions, Series 1, and in Hog Regulations, Series 1, Supplement 1, I do 
hereby establish the following conversion factors, to be used to restore 
to a live-weight basis hog products sold by the producer of the hogs, 
in order to determine the amount of tax imposed or refunds to be 
made with respect thereto. 

The following table of conversion factors fixes the percentage of 
the per pound processing tax on hogs with respect to a pound of the 
following hog products sold by the producer of the hogs: 


Conversion factor 


Article: percent 
EV THES CC CE eS eee ee eee ee eee ae ee Se 132. 00 
TOSS 8 is ac I ag a ae ae cee er eas ee eee 110. 00 
All fresh, frozen, in cure or barrelled pork, dry salt cured pork_____ 132. 00 
CV WRI aU TG) ae OT: Kee a 125. 00 
OW easy a) afet8 PRO ee et ON ee ee ee eee 140. 00 
Ati cooked soniedror canned) pores: Soa 2 ee 178. 00 


In testimony whereof I have hereunto set my hand and caused the 
official seal of the Department of Agriculture to be affixed in the City 
of Washington this 8th day of January, 1934. 


af ONE UAT OR Ria. Ce 
Secretary of Agriculture. 
Approved : 


tho. f sae Cah ae 
The President of the United States. 
JANUARY 9, 1934. 
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H.R.—A.A.A. Series 1, Supplement 3 Issued January 1934 


UNITED STATES DEPARTMENT OF AGRICULTURE 


AGRICULTURAL ADJUSTMENT ADMINISTRATION 


(Hog Regulations, Series 1, Supplement 3) 


(Exemption under section 15 (b) with respect to the processing of hogs fo 
sale or exchange by the producer) 


THIRD SUPPLEMENTARY HOG REGULATIONS MADE BY 
THE SECRETARY OF AGRICULTURE WITH THE AP- 
PROVAL OF THE PRESIDENT UNDER THE AGRICUL- 
TURAL ADJUSTMENT ACT 


Unitrep States DEPARTMENT oF AGRICULTURE, 
OFFICE OF THE SECRETARY. 

By virtue of the authority vested in the Secretary of Agriculture, 
by the Agricultural Adjustment Act approved May 12, 1983, as 
amended, I, H. A. Watuace, Secretary of Agriculture, do make, 
prescribe, publish, and give public notice of these regulations (con- 
stituting a supplement to, and in part a revision of, Hog Regula- 
tions, Series 1, Hog Regulations, Series 1, Supplement 1, Hog Regu- 
lations, Series 1, Revision 1, and Hog Regulations, Series 1, Sup- 
plement 2), with the force and effect of law, to be in force and effect 
until amended or superseded by regulations hereafter made by the 
Secretary of Agriculture, with the approval of the President, under 
said Act. 

EXEMPTION 


In my judgment, the imposition of the processing tax upon hogs 
processed by the producer thereof who, together with his own fam- 
ily, employees, or household, sells or exchanges not more than three 
hundred (800) pounds of the products derived therefrom, during 
any marketing year, is unnecessary to effectuate the declared policy 
of the Act. Accordingly, I do hereby exempt from the processing 
tax, hogs processed by the producer thereof who, together with his 
own family, employees, or household, sells or exchanges not more 
than three hundred (3800) pounds of the products derived therefrom, 
during any marketing year: Provided, however, That if the pro- 
ducer processes hogs produced by him and, together with his own 
family, employees, or household, sells or exchanges, during any mar- 
keting year, products derived therefrom in excess of three hundred 
(800) pounds, but not in excess of one thousand (1,000) pounds, he 
shall be entitled to the foregoing exemption, but shall pay the proc- 
essing tax on the excess above three hundred (800) pounds, restored 
to a live-weight basis by use of the conversion factors prescribed in 
Hog Regulations, Series 1, Supplement 2: Provided further, That if 
the producer, together with his own family, employees, or house- 
hold, processes hogs produced by him and sells or exchanges more 
than one thousand (1,000) pounds of the products derived there- 
from, during any marketing year, he shall not be entitled-to thé fore- 
going exemption. 
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When hogs are owned on a share basis, the foregoing exemption 
shall be apportioned between the joint owners thereof on the basis 
of their respective shares. 

When a producer has processed hogs produced by him and has 
sold, during the marketing year, products derived therefrom in 
excess of one thousand (1,000) pounds, and has failed to pay the 
processing tax on hogs, for the month in which the said hogs were 
processed, due to a reliance on the foregoing exemption, then he 
shall be liable for the processing tax upon all of the hogs, live weight, 
theretofore slaughtered, with respect to which no processing tax has 
been paid, as for the month in which the hog products sold exceeded 
one thousand (1,000) pounds, at the rate of tax in effect on the date 
of slaughter of the hogs. To restore the hog products sold to a live- 
weight basis, the producer shall use the conversion factors prescribed 
by Hog Regulations, Series 1, Supplement 2. 

When hog products are retained for consumption and consumed 
by the producer and his family, employees, or household, to that 
extent the hogs shall be deemed to have been processed for that pur- 
pose and not for sale or exchange. 

The term “ producer ” means the owner of the hog at the time of 
farrowing. 

When the hogs are processed by the producer, it will not be neces- 
sary for the producer to furnish an affidavit, or witnessed state- 
ment, upon the processing of hogs for sale or exchange by him, of 
the hog products sold or exchanged, to the extent of the foregoing 
exemption and tolerance allowance, and/or upon the processing of 
hogs for consumption by himself, his family, employees, or household, 
of the hogs slaughtered for that purpose, provided the producer keeps 
a written record showing: the date on which the hogs were slaugh- 
tered; the number of hogs slaughtered; the live weight of the hogs 
slaughtered (where not practicable, an estimate of the live weight 
of the hogs and the basis used in arriving at this estimate) ; the hog 
products sold, the weight thereof, the price paid therefor, the date 
of the sale, and (where practicable) the name and address of the 
person to whom sold; the hog products consumed by himself, his 
family, employees, or household and the actual or estimated weight 
thereof; and the live weight of hogs processed for the producer, 
his family, employees, or household, together with the name and 
address of the processor thereof. : 

The foregoing exemption and tolerance allowance shall be effec- 
tive as of November 5, 1933, the date on which the first marketing 
year for hogs began. 

Pe In testimony whereof I have hereunto set my hand 
and caused the official seal of the Department of 
Agriculture to be affixed in the City of Washington, 
this 27th day of January, 1934. 


Approved : Secretary of Agriculture. 


PAS Wifa ips 
The President of the United States. 
JANUARY 27, 1934. 
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H. R., Series 1, No. 1 Issued October 29, 1934 


UNITED STATES DEPARTMENT OF AGRICULTURE 
AGRICULTURAL ADJUSTMENT ADMINISTRATION 
WASHINGTON, D. C. 


(Hog Regulations, Series 1, No. 1) 


MARKETING YEAR, RATE OF PROCESSING TAX, DEFI- 
NITIONS, CONVERSION FACTORS AND EXEMPTIONS 
WITH RESPECT TO HOGS 


HOG REGULATIONS MADE BY THE SECRETARY OF AGRICULTURE 
WITH THE APPROVAL OF THE PRESIDENT UNDER THE AGRI- 
CULTURAL ADJUSTMENT ACT 


Unirep States DePparTMENT OF AGRICULTURE, 
OFFICE OF THE SECRETARY. 


By virtue of the authority vested in the Secretary of Agriculture 
by the Agricultural Adjustment Act approved May 12, 1933, as 
amended, I, M. L. Witson, Acting Secretary of Agriculture, do 
make, prescribe, publish, and’ give public notice of these regulations 
(being a reprint, revision and supplementation of Hog Regulations, 
Series 1; Hog Regulations, Series 1, Supplement 1; Hog Regulations, 
Series 1, Revision 1; Hog Regulations, Series 1, Supplement 2; Hog 
Regulations, Series 1, Supplement 3; and Hog Regulations, Series 1, 
Revision 2, and to the extent of such revision and supplementation, 
but not otherwise, superseding said regulations) with the force and 
effect of law, to be in force and effect until amended or superseded 
by regulations hereafter made by the Secretary of Agriculture, with 
the approval of the President, under said Act. 

I do hereby ascertain and prescribe that for the purposes of said 
Act the first marketing year for hogs shall begin November 5, 1933.? 

I do hereby find that the rate of tax as of November 5, 1933, which 
equals the difference between the current average farm price. for 
hogs and the fair exchange value of hogs, which price and value, 
both as defined in said Act, have been ascertained by me from avail- 
able statistics of the Department of Agriculture, will cause such re- 
duction in the quantity of hogs, or products thereof, domestically 
consumed as to result in the accumulation of surplus stocks of hogs, 
or products thereof, or in the depression of the farm price of hogs.? 

I do hereby determine that, in order to effectuate the declared 
policy of said Act, an adjustment of the rate of the processing tax 
on the first domestic processing of hogs, as of January 1, 1934, Feb- 
ruary 1, 1984, and March 1, 1934, is necessary. Accordingly, I do 
hereby determine: As of January 1, 1934, that the rate of the process- 
ing tax on the first domestic processing of hogs shall be one (1) 


1The within regulations (Hog Regulations, Series 1, No. 1) partially revise and 
supplement Hog Regulations, Series 1 and the regulations which have heretofore been 
issued to revise and supplement the same. For convenience, there is also reprinted 
herein all portions of the prior hog regulations which are now applicable, with references 
in the footnotes to the regulations from which they were taken and the dates they took 
effect. The footnotes show the superseded portions of the prior hog regulations, the dates 
such portions took effect and the dates upon which they were superseded. All portiong 
which are herewith issued for te first time are written in italics. 

2Hog Regulations, Series 1, effective November 5, 1933. 
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dollar per hundred (100) weight, live weight; as of February i 
1934, that the rate of the processing tax on the first domestic process- 
ing of hogs shall be one (1) dollar fifty (50) cents per hundred (100) 
weight, live weight; as of March 1, 1934, that the rate of the process- 
ing tax on the first domestic processing of hogs shall be two (2) 
dollars twenty-five (25) cents per hundred (100) weight, live weight, 
which said rate, as of the effective date thereof, will prevent the 
accumulation of surplus stocks and depression of the farm price 
of hogs.? 
I, DEFINITIONS 


The following terms, as used in these regulations, shall have the 
meanings hereby assigned to them: * 

First Domnstic Processinea.—The term “ first domestic process- 
ing” means the slaughter of hogs for market; except that (a) in the 
case of a producer or feeder who shall distribute the carcass or any 
edible hog product directly to a consumer, the term “ first domestic 
processing” means the preparation of the carcass or any edible hog 
product for sale, transfer or eachange or for use by the consumer, 
and only the edible product or products so sold, transferred, ex- 
changed or distributed by or for the producer or feeder shall be 
deemed to have been processed, and (b) in the case of a producer or 
feeder who shall sell, transfer or exchange any carcass or edible hog 
product (1) to any person engaged in reselling, rehandling, cut- 
ting, trimming, rendering, or otherwise preparing such products for 
market (including, but not limited to, retailers, wholesalers, dis- 
tributors, butchers, packers, factors, or commission merchants), or 
(2)to any restaurant, hotel, club, hospital, institution, or establish- 
ment of similar kind or character, the term “ first domestic process- 
ing” means the initial act of such person, restaurant, hotel, club, 
hospital, institution, or establishment which involves the preparation 
of the carcass or any edible hog product for further distribution 
or use.° 

SLAUGHTERING.—Slaughtering is the actual killing of hogs. Hogs 
condemned by an authorized Federal, State, county or municipal 


8 At the beginning of the second sentence in this paragraph, the words “in part 
revision of the third paragraph of Hog Regulations, Series 1’’ after the word ‘ Ac- 
cordingly ” have been eliminated herein, but in other respects the paragraph is taken, 
verbatim, from Hog Regulations, Series 1, Revision 1, effective December 21, 1933, which 
superseded the following provisions contained in Hog Regulations, Series 1: 

““JT do hereby find that the rate of tax as of November 5, 1933, which equals the 
difference between the current average farm price for hogs and the fair exchange 
value of hogs, which price and value, both as defined in said Act, have been ascer- 
tained by me from available statistics of the Department of Agriculture, will cause 
such reduction in the quantity of hogs, or products thereof, domestically consumed 
as to result in the accumulation of surplus stocks of hogs, or products thereof, or in 
the depression of the farm price of hogs. I do accordingly hereby determine: as of 
November 5, 19338, that the rate of the processing tax on the first domestic process- 
ing of hogs shall be fifty (50) cents per hundred (100) weight, live weight; as of 
December 1, 19338, that the rate of the processing tax on the first domestic process- 
ing of hogs shall be one (1) dollar per hundred (100) weight, live weight; as of 
January 1, 1934, that the rate of the processing tax on the first domestic processing 
of hogs shall be one (1) dollar fifty (50) cents per hundred (100) weight, live 
weight; as of February 1, 1934, that the rate of the processing tax on the first 
domestic processing of hogs shall be two (2) dollars per hundred (100) weight, live 
weight, which rate, as of the effective date thereof, will prevent such accumulation 

; ies ed DA ing ond, tes Se ea 4 the farm price of hogs.”’ 

xcept where the contrary is noted, all definitions herein are taken fro : 
lations, Series 1, effective November 5, 1933. ee ee 

° The definition herein of “First Domestic Processing ” supersedes the definition thereof 
spite dy in Hog Regulations, Series 1, effective Novenrber 5, 1933, which reads as 
ollows : 

“ First’ DOMESTIC PROCESSING.—The first domestic processing is the slaughtering 
of hogs for’ market.” 
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inspector as being totally unfit for human food shall not be consid- 
ered hogs slaughtered for market within the meaning of these 
regulations. 

Live Weicur.—Live weight is the weight of the live animal at the 
time of slaughter. However, the actual weight at the time of pur- 
chase may be used as the live weight in the meaning of these regu- 
lations, provided the hogs are slaughtered within three (8) days 
after the date of such weighing. When any primal part or edible | 
portion of the viscera has been condemned as a result of the first 
post-mortem inspection made prior to the cutting of the carcass into 
parts, by any Federal, State, county, or mumeipal authority, as being 
unfit for human food, the equivalent live weight of such condemned 
part shall not be included in the live weight subject to the processing 
tax: Provided, however, that the processor of such condemned part 
shall show by his affidavit the actual weight thereof; the actual 
weight so shown shall be restored to a live-weight basis by using the 
conversion factor prescribed for such part in the tables of conversion 
factors herein, except that the conversion factor for the edible por- 
tion of condemned viscera sets shall be 50 percent.® 

Carcass.—Carcass is the animal body after the blood, hair, toes, 
and viscera have been removed. 

Wintsuire.—A Wiltshire is half of a hog carcass with head, feet 
and part of jowl removed, consisting of the ham, side, and shoulder 
in one piece. 

CumMBERLAND.—A. Cumberland is similar to a Wiltshire except that 
the ham is removed. 

Curs.—Cuts are the various parts into which the hog carcass is 
divided in the operation of converting the carcass into products 
which go into commercial trade. 

Ham.—A ham is that part of the hog carcass which consists of the 
hind leg extending from the foot to the backbone (not inclusive). 
It may include part or all of the hock and part or all of the pelvic 
bone. 

Recutar Ham.—A regular ham is a ham, either long-cut or 
short-cut, from which skin has not been removed. This classifi- 
cation includes such styles as American, English, Italian and all 
other varieties of unskinned hams. 

Sxinnep Ham.—A skinned ham is a ham, either long-cut or 
short-cut, of any description from which all or part of the skin 
has been removed. 

Bonrtess Ham.—A boneless ham is a ham of any description 
from which all of the bone has been removed. 


6 The first two sentences of the definition herein are reproduced, verbatim, from tne 
first two sentences of the definition of ‘‘ Live Weight’ contained in Hog Regulations, 
Series 1, Revision 2, effective April 1, 19384; the last sentence herein (printed in italics) 
has been substituted for the following two sentences contained in Hog Regulations, Series 
1, Revision 2 

“ When any part of a heg has been condemned by any Federal, State, county or 
municipal authority as being unfit for human food, the equivalent live weight of 
such condemned part shall not be included in the live weight subject to the 
processing tax. The actual weight of the condemned part shall be. restored to a 
live-weight basis by using the conversion factor 132 percent.” 

The definition contained in Hog Regulations, Series 1, Revision 2, superseded the 
definition of ‘‘ Live Weight’? contained in Hog Regulations, Series 1, effective Novem- 
ber 5, 1933, which read as follows: 

“Live Wricu?r.—Live weight is the weight of the live animal at the time of 
slaughter. However, the actual weight at the time of purchase may be used as 
live weight in the meaning of these regulations, provided the; hogs are shipped 
direct to the slaughter-house for immediate slaughter within three (3) days after 
purchase is made.” 
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Rover SuHourper.—A rough shoulder is that part of the hog car- 
cass extending from near the third rib to but not including the jowl, 
with the foot removed. 

Recutar SHoutprr.—A regular shoulder is a rough shoulder 
with neck and rib bones removed. This classification includes 
such styles as English, New York, New Orleans, and all other 
varieties of unskinned shoulders. 

SxinneD SuHoutper.—A skinned shoulder is a regular shoulder 
from which part or all of the skin has been removed. 

Picnic.—A picnic is a cut comprising about the lower two- 
thirds of the shoulder. ‘This classification includes regular 
shank, short shank, shankless and skinned or unskinned picnics; 
and also shanks (sometimes called hocks) which may have been 
previously separated. 

Boxrirss Prcntc—A boneless picnic is a picnic of any de- 
scription from which all of the bone has been removed. 

SirouLpEr Burr.—A shoulder butt is the top portion of the 
shoulder which is removed from the shoulder in making a picnic. 

Burr.—The butt is the portion of the shoulder butt after re- 
moval of plate. This classification includes such styles as Boston, 
Milwaukee, Buffalo, and all other types of butts except boneless 
butts. 

Bonriess Burr.—aA boneless butt is a Boston or other style 
butt with bone removed. 

Puarr.—A plate is the fat portion of the shoulder butt. 

Rove Suorr Ries.—Rough short ribs are the middle portion of 
the hog carcass after removal of the hams and shoulders. 

Szrort Rizs.—Short ribs are the rough short ribs with the back- 
bone and tenderloin removed. 

Exrra Suort Rips.—Extra short ribs are the rough short ribs 
with the loin removed. 

Storr Crmars.—Short clears are the rough short ribs with 
the backbone, spareribs and tenderloin removed. 

Extra Suorr Cirars.—Extra short clears are the rough short 
ribs with the loin and spareribs removed. 

Riz Bacx.—The rib back is the upper half of the rough side 
with the tenderloin removed. 

Pork Lorn—Pork loin is that portion of the side of the carcass 
from which the belly and fat back have been removed; it usually 
contains the backbone, back ribs, and tenderloin and has but a small 
amount of fat on the outside. This classification however includes 
bladeless loin, tenderloin, and boneless loin, either domestic trim or 
Canadian style. 

Far Bacx.—Fat back is that portion of the side which remains 
after removal of the pork loin and belly. This classification includes 
skinned, unskinned, and long-cut and short-cut fat backs. 

Spargeries.—Spareribs are the meaty ribs taken from the side in 
half or whole sheets. 

Betty (when cured and smoked, commonly known as bacon)— 

Dry Satr Trrm (commonly known as “ belly D. S. trim ”).— 
The roughly trimmed portion of the rough side remaining after 
removal of loin and fat backs and including or excluding spare- 
ribs, whether or not put down in dry salt. 


5) 


_ Prexir Trim (commonly known as “belly S. P. trim ”).— 
Same as above except trimmed reasonably square. This classifi- 
cation includes English style bellies and all belly cuts not other- 
wise described, including fancy trimmed bellies and briskets. 

‘ BriskEets.—Briskets are pieces removed from the shoulder ends of 
ellies. 

Jowi.—A jowl is the cheek and part of the neck. This classifica- 
tion includes jowl butts and bacon squares. 

Hxap—The head is the hog skull and jaw bones with attached 
organs and fleshy covering, except the jowls. 

Trrmmincs.—The trimmings are the boneless meat of all degrees 
of lean and fat derived from any portion of the hog carcass which 
has lost its identity as a major cut. 

Foor.—The foot is that part of the front or hind leg from approxi- 
mately the knee joint downward. 

Nrcxponres.—Neckbones are bones of the neck with adhering flesh 
after removal from the rough shoulder. 

Curex Murat anp Tempite Mrat.—Cheek meat and temple meat 
consist of the fleshy covering of the upper jaw-bone and fore part 
of skull. : 

Larp.—Lard is edible hog fat after rendering. This includes re- 
fined and unrefined lard, neutral lard and leaf lard. Unrendered 
fats should be converted to a lard yield basis. 

ViscErA.—Viscera are the intestines, with their contents, and vital 
organs of the body cavities, with their attached fats. 

Eprete Orrau.—Edible offal are the various edible products ob- 
tained from hog viscera and hog heads; also the hog feet and tails. 

InepipLeE Orrau.—Inedible offal are the various inedible products 
obtained in the slaughter of hogs, consisting largely of blood, hair, 
bristles, parts of the viscera and their contents, and skin. 

Tanxacr.—Tankage is the residue from rendering or cooking op- 
erations in the production of lard or grease from hog products. 

Fresu, CHILLED, or Green Mzar.—tresh, chilled, or green meat 
is meat which has not been subjected to any preservative treatment, 
such as cooking, drying, freezing, or the use of curing agents. 

Frozen Mrat.—Frozen meat is fresh meat held below the freezing 
temperature of such meat. 

In Curr.—In cure (usually called by the trade “in process of 
cure”) is meat under treatment of curing or preservative agents. 
This includes all meat packed as barreled pork. 

Currep Mratr.—Cured meat is meat which has gone through a com- 
plete curing or preservative process. 

Put Down or Pacx.—To place meat in cure. 

Smoxep Mrat.—Smoked meat is meat exposed to a smoking treat- 


ment. 
Cooxep Mxrat.—Cooked meat is meat exposed to a cooking treat- 


ment. . 
Cannep Mrat.—Canned meat is meat cooked and packed in her- 
metically sealed metal or glass containers. 
Drizep Mrat.—Dried meat is meat preserved by a drying treatment. 
GenerAL.—Barreled pork is to be classified according to the cut 
from which derived, and reported on basis of put-down green weight. 
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Sausace.—Sausage is chopped or ground meat composed wholly or 
in chief value from pork and seasoned. It may be in bulk, or stuffed 
in animal casings, or packed in other containers. 

Freso Savsach,—Fresh sausage is sausage made of fresh or 
frozen meat and not subjected to a treatment of smoking, cook- 
ing or drying. 

SmoKEp AND/or Cooxep Savusace.—Smoked and/or cooked 
sausage is sausage made from fresh, frozen or cured meat and 
te a treated by smoking or cooking, or both, but not treated 

y drying. 

Drizp Savsace.—Dried sausage is sausage made from fresh, 
frozen or cured meat and further treated by drying. It may be 
further treated by smoking or cooking, or both. It includes all 
cervelats, salamis and mettwursts of Italian, German, Polish or 
other styles. 

Louncuron Meats.—Luncheon meats are mixtures prepared for 
eating without further cooking and include such articles as pork loaf, 
sandwich meat, head cheese, souse and similar combinations. This 
classification does not include canned loins or canned tongue; whole 
or part pieces of canned ham, which are derived from hams; canned 
deviled ham, canned spiced ham and canned spiced luncheon meats 
which are derived from trimmings. They are to be considered as 
cooked products of the cuts from which derived and are subject to the 
conversion factor prescribed therefor. 

Frerper.—The term “ feeder” means any individual or individuals, 
actively and regularly engaged in the fattening of hogs for market, 
or in farming operations, a part of which is the fattening of hogs, 
except retailers, wholesalers or distributors of meat, butchers, abat- 
toirs, slaughter houses, packers, factors or commission merchants." 

Propucer.—The term “ producer” means the individual or indi- 
viduals who own the hog at the time of farrowing.* 

PrepaRATION or THE Carcass or ANY Episie Hoe Propuot.—T he 
term “ preparation of the carcass or any edible hog product” means 
the preparation, conversion and/or delivery of any hog carcass or 
any edible hog product, including, but not limited to, any operation 
connected with recewing, AT storing, wrapping, cutting, 
trimming, and/or rendering any hog carcass or any edible hog 

oduct." 
vet Bs Parrs.—The term “ primal parts” means the commercially 
so-designated sections, cuts or parts of the dressed carcass (includ- 
ing, but not limited to, such parts as shoulders, hams, bellies, tongues, 
livers and heads) before they have been cut, shredded or otherwise 
subdivided as a preliminary to use in the manufacture of meat 
products." 

Gruman Warcut.—The term “green weight” means the weight of 
any hog product in its fresh state, after chilling and before any 
manufacturing operation (including, but not limited to, such opera- 
tions as freezing, curing, cooking or drying) has been performed." 


aThe terms “Feeder”, “ Preparation of the Carcass or any Edible Hog Product”, 
“Primal Parts” and “Green Weight” have not been heretofore defined. 

8The definition herein of “producer”? supersedes the definition thereof contained in 
toe Regulations, Series 1, Supplement 3, effective January 27, 1934, which reads as 
follows: ¢ 
“The term ‘producer’ means the owner of the hog at the time of farrowing.” 
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IT. Conversion Factors 


I do hereby establish the following conversion factors for articles 
processed from hogs, to determine the amount of tax imposed or 
refunds to be made with respect thereto. 

A. The following table of conversion factors fixes the percentage 
of the per pound processing tax on hogs with respect to a pound of 
the following articles processed wholly or in chief value from hogs: ® 


Conversion Factor 


Fresh, Cured 
: frozen, 
Article in cure, Cooked, 
or Smoked | dried, or 
bar- canned 
reled Dry Salt} Pickle 
pork 
Carcass: Percent | Percent | Percent | Percent | Percent 
Eieadwandeleafsincludedaessses sss. 5 eee eee 132 132 125 140 178 
Head included, leaf removed__....--..-_-------- 134 134 127 142 181 
Head removed, leaf included___..-_.-.---.------ 138 138 131 146 186 
Head and leaf removed______--....---..--.------ 139 139 132 147 188 
Wailtshire'sides tse ie nc sen eee a Oe PE Uae 145 145 138 154 196 
@Wumberlandisider es. sete oes eee 132 132 125 140 178 
Regulars am aso eee see te ee SS 194 194 184 206 242 
Skinned yH am Tose ees yer eer rites ere 219 219 205 229 292 
PS OUCLOSSHEV ATi eases eae ate ete Ce ae 252 252 239 267 340 
RGUTHeSHOULderat tess eee natea eee eee 85 85 81 90 115 
Recular Shoulderi...cc sera ee Se 89 89 86 94 120 
Skinned Shoulder--.-.- ee eee en ee See 94 94 89 100 127 
PiCniCheaees Met ees sora s ee see oe te UE eee 76 76 72 81 103 
Boneless Picnicw. a. ko sa eg oe te ee EA AS 99 99 95 105 129 
ShouldersButt and Butts: sss se eee eee eee 123 i193} 116 130 166 
Boneless Bult sae. Maes hee eee tae 8 179 179 170 190 242 
EY scat ets tlie pep eee es Rha 9 Sle col NBs Sew cee 80 80 76 85 108 
RouchShort: Ribs ses! See as ee ee 
chor Hibs, ICTGISE EL. GRACE Get 
MELAS HOLE LOSS es see eee eye eee 
ShortiGlearstesh Gate An Ge unre. NECE 135 135 129 143 182 
I xGrais ore: Cleanses cess seston ee eee meee 
Ribp Backes Saas” SERS ys Sal ee ie Les vee 
Porky loin. 2s 22 cote sg EO ee ee 216 216 205 229 292 
Stas ACKoe ee ae meee ie ee en ree eee 87 87 83 92 117 
Spareribss. ta tense 2s Store 28 2 ss i 66 66 63 70 89 
Belly DS Sig rile. 2 eee oe ee ee ee eee 124 124 118 131 167 
‘Belivas BPs rin s Saha 2 lee Ses SER eS 
eee ge a Ree ee Tae \ 180 180 171 191 243 
J OW eee ee a ern een See oe eS ee ee 80 80 76 85 108 
Head $2255 See eee ee oe, 3S ee 60 60 58 63 81 
PISEATTUMET 8 ees ee or et ee ae ee a eee 80 80 76 85 108 
Neck Bones: 2eesat rie Sees ee 2 19 19 18 20 26 
COL ees gee ae eee ee eee eee ee eee 19 19 18 20 26 
(Balls em ee wes eee ee ne eee kee ae a eee 44 44 42 47 59 
JUiVers elearts ang Icddneyseese= sess ee ee eee 44 44 42 47 59 
Snouts, Ears, Lips and miscellaneous edible offal___-- 22 22 21 23 30 
OheekMoeatisia= 2 ass ee eee 88 88 84 94 118 
Pains Sees ee ee ea an id ak nea, Ses Bee OE 44 44 42 47 59 
TON GUGSM as ee os ee a ek SL Ee ON 166 166 157 176 224 
APC ee Sees See a ee ed Be ie ea LAO eee eens | oeoen eee | be Seen ECAP es 
POPE SAUSe PO mena. see ee coh oe ee ee ee 80 80 76 85 112 
Dried Sausage (including Cervelats and Salamis) _-_-_-.- 60 60 57 63. 75 84 
Luncheon Meats (including Pork Loaf, Head Cheese, 
Souse and Sandwich Meat).-..--....-.---..---_---- 76 76 72. 20 81. 75 106. 40 
Inedi ble, O tial Saesee soe at er eee 0 0 0 0 () 


® The conversion factors in this table are taken from Hog Regulations, Series 1, effective 
November 5, 1933 and Hog Regulations, Series 1, Supplement 1, effective November 14, 
1933. The only change made by H. R., Series 1, Supplement 1, was to add to the con- 
version factors for ‘‘ carcass ”, which were set forth in H. R., Series 1, as follows: 


“ARTICLBD 
Carcass: Conversion factor percent 
Head and leaftpineluded=225 25 pe oe et er lee Le torn reese 182 
Head included leaf. removed2._ 422 Ses eta ee e! ei ani ei ee EN 1 34 
Head removed leaf: iIncluded22—- 22st = i ee Ge 138 
Head andvleafiremovedo. =< 2. Se ye eee een) esis ee 139 


Wiltshirey Sidel 2S ota ee ee ee eo et) Rewtern ty oy ain tain) 145 
Corin Der la nicl aie ST Cc aera cee ee ere eg Ba Ee UR 75 arti Too 
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B. In the event that any taxpayer or person entitled to a refund 
establishes that any or all of the types of sausages, processed wholly 
or in chief value from hogs, on which a tax is imposed, or which may 
be the subject of a claim for refund, which are included in the above 
list, contain more or less pork, green weight, than represented by the 
listed conversion factor, then the conversion factor, for each pound 
of pork which said sausages are established to contain, shall be the 
following percentage of the per pound processing tax on hogs: 


(a) If fresh meat, 80 percent. 

(b) If cured, dry salt meat, 80 percent. 

(c) If cured, sweet pickle meat, 76 percent. 

(d) If smoked meat, 85 percent. 

(e) If cooked, dried or canned meat, 112 percent.’° 


C. The following table of conversion factors fixes the percentage 
of the per pound processing tax on hogs with respect to a pound of 
the following hog products sold directly to the conswmer by the 
producer or feeder of the hogs: 1+ 


ARTICLE 

Conversion factor percent 
Pressed? Carcass. wre LE Tee ye Et Pet Lk a de pe ec 132. 00 
Ward Oo Bee ae OR Nene Leia GN pe RON ee Reet ye ae oe ee aa 110. 00 
All fresh, frozen, in cure or barreled pork, dry salt cured pork__-_---- 132. 
Addl; picklescured | Por k2- Dee ck oe ee en re ae are es eee ete ee 125. 00 
All} SMOKE POT Kee acre fumes fo Spee See Ee eee oe ae oy Lea 140. 00 
All?cooked> driedtor canned porke: 2221 es ee oan 178. 00 


D. When any edible product for which no specific conversion fac- 
tor is prescribed in these regulations (1) is wholly or partly of pork 
and is subject to the payment of @ compensating tax or with respect 
to which a refund of tax is allowable upon exportation or with re- 
spect to which a eredit or refund of tax is allowable by reason of 
the delivery thereof for charitable distribution or use, or (2) is 
wholly or in chief value of pork and is subject to the payment of a 
floor stocks tax or with respect to which a credit or refund of tax 
upon floor stocks is allowable, such taw shall be paid or such credit 
or refund shall be allowed with respect to the said product on the 
amount of the pork content thereof, according to the conversion fac- 
tor prescribed for each cut from which the pork contained in such 
product was derived. ** 


Ill. Exemptions 


In my judgment, the imposition of the processing tax upon hogs 
processed by the producer thereof who sells directly to or exchanges 
directly with the conswmer not more than three hundred (300) 


10 This paragraph is taken from Hog Regulations, Series 1, effective November 5, 1933 
except that the words “green weight” following the words ‘for each pound of pork’ 
have been eliminated. 

11The conversion factors in this table are taken from Hog Regulations, Series 1, 
Supplement 2, effective January 9, 1984. The table is revised herein only to the extent 
that the words “directly to the consumer” (in italics) and “or feeder’ (in italics) 
have been added. 

122 This paragraph replaces and supersedes the following paragraph contained in Hog 
Regulations, Series 1, effective November 5, 1933: 

“ Hdible products, wholly or in chief value of pork, for which no specific conversion 
factor is prescribed in these regulations, are not excluded from the payment of the 
compensating or floor stocks taxes. They shall be subject, with respect to the 
amount of their pork content, to the conversion factor prescribed for the cut from 
which they are derived in whole or in chief part.” 
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pounds of the products derived therefrom, during any marketing 
year, 7s unnecessary to effectuate the declared policy of the Act. 
Accordingly, I do hereby exempt from the processing tax, hogs 
processed by the producer thereof who sells directly to or exchanges 
directly with the consumer not more than three hundred (300) 
pounds of the products derived therefrom, during any marketing 
year: Provided, however, That if the producer processes hogs pro- 
duced by him and sells directly to or exchanges directly with the 
consumer during any marketing year, products derived therefrom in 
excess of three hundred (300) pounds, but does not sell or exchange 
in excess of one thousand (1,000) pounds, he shall be entitled to the 
foregoing exemption, but shall pay the processing tax on the excess 
above three hundred (300) pounds, restored to a live-weight basis 
by use of the conversion factors prescribed as provided herein in 
paragraphs C. and D. under the heading “II. Conversion Factors”. 
Provided further, That if the producer processes hogs produced by 
him and sells or exchanges more than one thousand (1,000) pounds 
of the products derived therefrom, during any marketing year, he 
shall not be entitled to the foregoing exemption. 

When hogs are owned on a share basis, the foregoing exemption 
shall be apportioned between the joint owners thereof on the basis 
of their respective shares.** 

When a producer has processed hogs produced by him and has 
sold, during the marketing year, products derived therefrom in ex- 
cess of one thousand (1,000) pounds, and has failed to pay the proc- 
essing tax on hogs for the month in which the said hogs were 
processed, due to a reliance on the foregoing exemption, then he shall 
be liable for the processing tax upon all of the hogs, live weight, 
theretofore processed, with respect to which no processing tax has 
been paid, as for the month in which the hog products sold exceeded 
one thousand (1,000) pounds, at the rate of tax in effect on the date 
of processing. To restore the hog products sold to a live-weight basis, 
the producer shall use the conversion factors prescribed as provided 
herein in.paragraphs C. and D. under the heading “ITI. Conver- 
sion Factors ”.® 


143This paragraph supersedes the following paragraph contained in Hog Regulations, 

Series 1, Supplement 3, made effective as of November 5, 1933: 

: “In my judgment, the imposition of the processing tax upon hogs processed by 
the producer thereof who, together with his own family, employees, or household, 
sells or exchanges not more than three hundred (3800) pounds of the products 
derived therefrom, during any marketing year, is unnecessary to effectuate the 
declared policy of the Act. Accordingly, I do hereby exempt from the processing tax, 
hogs processed by the producer thereof who, together with his own family, em- 
ployees, or household, sells or exchanges not more than three hundred (3800) pounds 
of the products derived therefrom, during any marketing year: Provided, however, 
That if the producer processes hogs produced by him and, together with his own 
family, employees, or household, sells or exchanges, during any marketing year, 
products derived therefrom in excess of three hundred (800) pounds, but not in 
excess of one thousand (1,000) pounds, he shall be entitled to the foregoing exemp- 
tion, but shall pay the processing tax on the excess above three hundred (300) 
pounds, restored to a live-weight basis by use of the conversion factors prescribed 
in Hog Regulations, Series 1, Supplement 2: Provided further, That if the producer, 
together with his own family, employees, or household, processes hogs produced by 
him and sells or exchanges more than one thousand (1,000) pounds of the products 
derived therefrom, during any marketing year, he shall not be entitled to the 
foregoing exemption.” 

uu Hoe Reeulations: Series 1, Supplement 3, made effective as of November 5, 1933. 

18 This paragraph is taken from Hog Regulations, Series 1, Supplement oF made effective 
as of November 5, 1933, except that the words “ processed”, “‘ processing ”’ and as pro- 
vided herein in paragraphs C. and D. under the heading Oni Conversion Factors (in 
italics) have been substituted for the words, respectively, “slaughter”, slaughter of 
the hogs” and “by Hog Regulations, Series 1, Supplement 2” contained in H. R. Series 

1, Supplement 3, 
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When the hogs are processed by the producer, it will not be neces- 
sary for the producer to furnish an affidavit, or witnessed statement, 
upon the processing of hogs for sale or exchange by him, of the hog 
products sold or exchanged, to the extent of the foregoing exemption 
and tolerance allowance, and/or upon the processing of hogs by or 
for the producer thereof for consumption by his own family, em- 
ployees, or household, of the hogs slaughtered for that purpose, 
provided the producer keeps a written record showing: the date on 
which the hogs were slaughtered; the number of hogs slaughtered; 
the live weight of the hogs slaughtered (07 where not practicable, an 
estimate of the live weight of the hogs and the basis used in arriving 
at this estimate) ; the hog products sold, the weight thereof, the price 
paid therefor, the date of the sale, and (where practicable) the name 
and address of the person to whom sold; the hog products consumed 
by his own family, employees, or household and the actual or esti- 
mated weight thereof; and the live weight of hogs processed by or 
for the producer thereof, his own family, employees, or household, 
together with the name and address of the processor thereof." 

The provisions of these regulations shall take effect as of November 


In testimony whereof, I have hereof set my hand and 


caused the official seal of the Department of Agriculture 
\ to be affixed in the City of Washington this 29th day of 


# October, 1934. 


Acting Secretary of Agriculture. 


Approved: 


Pia ifs VAs pes 
The President of the United States. 


OcroBer 29, 1934. 


16'This paragraph is taken from Hog Regulations, Series 1, Supplement 3, made effec- 
tive as of November 5, 1938, except that the words ‘‘by or for the producer thereof for 
consumption by his own family’ (in italics) have been substituted for the words “for 
consumption by himself, his family’, the words “by his own family” (in italics) have 
been substituted for the words “by himself, his family ” and the words ‘or’, “by or”, 
“thereof”? and “own” (in italics) have been added. 
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